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Patent Adjustable CanrStop, 

i * 

For Nos. 45 nnd>55 Plarfts. 



This Adjustable Cam Stpp. now furnished with each 
Xo, ami No. 55 Plane* jfastena to the urm between 
the phi nr and fence, and # rest when fence and 

mnin Mock arc used some distance apart, n?** for instance 
in center beading, it supports the plane, therein' keeping 
it always level and square with the work. The depth is 
regulated by turning the C+m Stolon the arm to the 
proper adjustment. This addition will be foiiml a very 
desirable improvement. 


Stanley Ri:lk & Lbvel Co. 



